386                      TECHNICAL GAS-ANALYSIS
which make it possible to work quickly and conveniently as well as accurately.
The laboratory ought to be a room exposed as little as possible to variations of temperature. The windows should give a good light, but should, if possible, be turned towards the north. The heating apparatus for use during the cold season should be arranged so that the whole room is as nearly as possible at the same temperature. The apparatus, reagents, and the water used should be kept in the laboratory itself, so as to be at the same temperature.